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' SUBIECT ' : Provietfanal Billing Rates for CPFF Contracts 


yee eens ee eee: 


Kttached 1a copy of letter from the Chief Auditor, U. 3. Navy 
Branch Audit Office to Eastman Kodak Company, dated 22 May 1956, 
approving certain provisional. overhead rates for billing purposes. 


These rates are approved for billing purposes under the follow- 
performed, curing 
EN-95, HP-EN-990, HF-JC-911, INC=143 and MB<205 . 
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Contracting Officer, DPS 
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